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NOTES: 


1] RESISTORS ARE 1/2 WATT, 5% TOLERAN 
OTHERWISE. 


2. RESISTOR VALUES ARE IN OHMS (K-10C 
3. CAPACITOR VALUES ARE IN MICROFAR) 


4, ARROWS ON CONTROLS INDICATE CLOC) 
THE CONTROL. 


5. COTHIS SYMBOL INDICATES A DC VOL 
TAKEN WITH AN 11-MEGOHM INPUT VAC 
FROM THE POINT INDICATED TO CHASSI 


6. VOLTAGES TAKEN WITH TONE 1 BUTTON | 
A CONTINUOUS TONE OUTPUT INTO THE’ 


ea aa oun 


ct 80. 
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